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E.O. 11652: NA 
TAGS: IAEA, TECH 

SUBJECT: IAEA MANUAL OF RADIOLOGICAL SAFETY ASPECTS OF THE 
OPERATION OF ELECTRON LINEAR ACCELERATORS 

1. MISSION HAS RECEIVED AGENCY LETTER PROPOSING PRE- 
PARATION OF SUBJECT MANUAL TO PROVIDE USEFUL GUIDANCE 
TO USERS IN MEMBER STATES ON SAFE OPERATION OF THESE 
MACHINES AND ON ORGANIZATION OF EFFECTIVE MONITORING 
PROGRAMS. 

2. TO ASSIST AGENCY IN PREPARATION OF THIS MANUAL, 

AGENCY REQUESTS SERVICES OF U.S. EXPERT TO VISIT 

AGENCY'S HEADQUARTERS FOR ONE WEEK, PREFERABLY NOVEMBER 

24-28, 1975. IN THIS CONNECTION, AGENCY SUGGESTS MR. 

C.J. KARZMARK, STANFORD UNIVERSITY, AS SUITABLE EXPERT, 
ALTHOUGH AGENCY PREPARED CONSIDER OTHER NOMINEE. 

3. AGENCY PREPARED COVER TRAVEL AND SUBSISTENCE 
EXPENSES. AGENCY REQUESTS NOMINATION NLT OCTOBER 30. 1975. 

4. COPY OF LETTER POUCHED AMMONS/ERDA. ADVISE 
LEAHY 
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Document Unique ID: 00 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 
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